The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MO 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



11 / 04/11 


Michael Murawski 

Assistant District Attorney, Suffolk County 


Dear Mr. Murawski, 


Enclosed is the information you requested in regards to Commonwealth vs. 
^Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 



GC/MS testing was performed by Kate Corbett. All other analyses were performed by Lisa 
Glazer. If you have any questions about these materials, please call me at the number 
below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


cc: LAG 


Folk OIG PRR 092125 









ECU Control # 











No. Date Analyzed: 

City: Police Dept. 

Officer: P.O. SYBIL WHfTE 

Amount: Subst: LOOSE SUB 

No. Cont: 1 Cont: pb 



Date Rec’d: 06/08/2011 
Gross Wt: 2.05 s J 



No. Analyzed 




Folk OIG PRR 092127 




DRUG POWDER ANALYSIS FORM 




Spot Tests 


Microcrvstalllne Tests 


Cobalt 

Thiocyanate_[ 
Marquis _ 
Froehde's_ 
Mecke's 



Gold 

Chloride 




TLTAj_ l 

OTHER TESTS 





GC/MS CONFIRMATORY TEST 
RESULTS ( QCCi 1 ' \ 

MS lAA-r 

OPERATOR F-l J 

DATE iQbz : 



Revised 7/2005 






Area Percent / Library Search Report 



Information from Data File: 

File Name 

F:\SYSTEM6\10 20 ll\804805.D 

Operator 

LAG 

Date Acquired 

20 Oct 2011 14:43 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS,M 

Integrator 

RTE 


Abundance TIC: 804805,D\dafa.m$ 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS* ** 


804805,D Wed Nov 02 08:39:23 2011 


Page 1 


Folk_OIG_PRR_092129 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F : \SYSTEM6\10__20_ll\804 8 06 . D 
LAG 

20 Oct 2011 14:59 

COCAINE STD 

6 

DRUGS . M 
RTE 


Abundance 

1000000 


A. $26 


fi'c": 804806.D\data.ms 


500000 


Time-> 2.00 


3.00 


4*00 


5.00 


6.00 


7.00 


8.00 


t | j | | 

9.00 10.00 


11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.826 

1172026 

100,00 

100.00 


804806,D 


Wed Nov 02 08:39:27 2011 


Page 1 


Folk_OIG_PRR_092130 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F s\SYSTEM6\10_2 0_11\8 04 80 6.D 
LAG 

20 Oct 2011 14:59 

COCAINE STD 


DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 

1 

4.83 C:\Database\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 

80 

60 

40 

20 

0 




42 


32 


-H- 


,55 


68 




m/z«> 

Abundance 

80 

60 

40 


40 


T 

60 


Average of 4,790 to 4,932 min.: 804806. D\data.ms (-) 

182 


94 105 


20 




122 




135 166 


' '''I 


198 


: T" 


214 


242 259 


272 


42 




40 


,55 68 

jX 


■pr-rTt 

60 


#29: COCAINE 


182 


94 


105 


122 


80 


100 


135 1 ® 6 

j V |—i" > 1 i iJ r "(""i ! i 


198 


214 


244 259 


272 


303 


4K- 


100 120 140 160 180 200 220 240 260 280 300 


303 


120 140 160 180 200 220 240 260 280 


^ f ' 

300 


804806.D Wed NOV 02 08:39:27 2011 Page 2 


Folk_OIG_PRR_092131 















Area Percent / Library Search Report 


Information from Data File: 

File Name 

F;\SYSTEM6\10 20 11\804807.D 

Operator 

LAG 

Date Acquired 

20 Oct 2011 15:15 

Sample Name 

BLANK 

Submitted by 

LAG 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance T(C: 804807.D\data,ms 



Ret. Time 


Area 


Area 


Ratio 


***NO INTEGRATED PEAKS*** 


804807,D 


Wed Nov 02 08:39:31 2011 


Page 


FolkJDIG__PRR 092132 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \SYSTEM6\ 10__20__11\804808 . D 
LAG 

20 Oct 2011 15:31 


DRUGS.M 
RTE 


Abundance 


15000001 


1000000 


500000 



TIC: 804808.D\data.ms 


Time—> 2.00 3.00 4.00 5.00 6.00 7.00 8.0.0 9.00 lO'OO .... 11.00 12.00 


Ret. Time 


Area 


Ratio % 


2.080 
2.323 
4.049 
4.825 


165333 

180791 

253588 

1423919 


8.17 
8.93 
12.53 
70.36 


11.61 
12.70 
17.81 
100.00 


804808 .D 


Wed Nov 02 08:39:35 2011 


Folk OIG PRR 092133 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM6\10__2 0_11\8 04 808 .D 
LAG 

L5 : 31 



DRUGS.M 
RTE 


Search Libraries: 


PK# 


RT 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C: \Database\PMWJF0X2 . L 


Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# 


Qual 


2.08 C:\Database\NIST08.L 

Kcgonidine, methyl ester 127379-24-2 98 
2-Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 97 
2{1H)-Pyridinone, 4-hydroxy-6-methy 007135-82-2 38 




Abundance 

80 

60 

40 

20 

0 

m/z~> 

Abundance 

80 

80 

40 

20 ; 


Average of 2.046 to 2.162 min.: 804808. D\daia. ms (-) 



1 $2 


106 

hr 


122 

I , 


138 

j 


i *. p | 


168 
r l-i-TT 


nr-i-T-t 


181 


30_40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 

#45192: Ecgontdine, methyl ester 

1$2 


122 

. i 


m/z-> 




TTTJTTr 


jn-TT-T 


106 

r— T —[^ -T-T-T-^K-r-T "] T 1 1 1 


138 


H 


181 


166 


1—f-4 1 f :-5- 1 -r-r! J T"|“T I T ] 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 


id 

if 

r : :J> 


804808.D 


Wed Nov 02 08:39:35 2011 


Page 


Folk OIG PRR 092134 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\SYSTEM6\10 20 ll\804808.D 


Operator 

LAG 


Date Acquired 
Sample Name 

20 Oct 2011 15:31 


Ptt 


Submitted by 

8 


Vial Number 

AcquisitionMeth 

DRUGS.M 


Integrator 

RTS 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_T0X2.L 


PK# RT 

Library/ID 

CAS# Qual 

2 2.32 C:\Database\NISTQ8.L 



Ecgonine methyl ester 

106293-60-1 98 


Ecgonine methyl ester 

106293-60-1 95 


Ecgonine methyl ester 

106293-60-1 93 


Abundance Average of 2.288 to 2.359 min.: 804808.D\data.ms (-) 



804808,D 


Wed Nov 02 08:39:35 2011 


Page 3 


Folk OIG PRR 092135 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEM6\10_20JL1\804808 .D 
LAG 

20 Oct 2011 15:31 


LAG 

8 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLl.L 

C:\Database\NIST08.L 
C: \Database\PMW__TOX2 . L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


C:\Database\NI8T08.L 

Levamisole 006649-23-6 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 
Levamisole 006649-23-6 


Abundance 


Average of 4.013 to 4.160 nm: 8048O8.D\data.ms (-) 

148 


20 

0 

31 

39 

JilLI 

61 

1 63 

1 h ■ 1 }, 1 ij.ilt.lllLiJ+J 

jfi [?1 

89 

. ,L,, 

M ! 1 1 
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40 

Trpn * t “ I rTr|T 

50 60 70 

TTTJTT 

80 

11 j t ] 

90 



132 

n ,H 



Abundance 


#61883: Levamisole 


^ 63 

i - ! 4r1 J j4 


89 

diJO 
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60 60 70 

at 1 ]TT 
80 

-r+yt 

90 


fey,, ,,fe,Jl ; J}? «» !t« 


30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 


804808.D 


Wed Nov 02 08:39:36 2011 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM6\10_20_11\804808.D 

LAG 

|31 



Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW T0X2,L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


CAS# 


Qual 


4 . 83 


C:\Database\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 

80 

80 

40 

20 

0 

m/Z"> 

Abundance 




42 


32 , 
■r^ 


,55 


68 




Average of 4.772 to 4.926 min.: 8048O8.D\data.ms («) 

182 


94 105 




122 


135 


152 166 


198 


222 244 259 


272 


X 


303 




40 60 80 100 120 140 160 180 200 220 240 260 280 300 


m/z--> 



#29; COCAINE 


182 


94 


105 


122 


r 


135 152 166 


198 


214 


X 


272 

244 259 | 


303 


TTT-rrr 


X 


100 120 140 160 180 200 220 240 260 280 300 


804808,D 


Wed Nov 02 08:39:36 2011 


Page 5 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\SYSTEM6\10 20 ll\804827.D 

Operator 

LAG 

Date Acquired 

20 Oct 2011 20:30 

Sample Name 

BLANK 

Submitted by 


Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 

Abundance 

.TIC : 804827 D\data.ms 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


804827,D Wed Nov 02 08:40:05 2011 Page 1 


Folk OIG PRR 092138 






Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\SYSTEM6\10_20_ll\804828.D 

Operator : LAG 

Date Acquired : 20 Oct 2011 20:46 

Sample Name : COCAINE STD 

Submitted by ; 

Vial Number : 6 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 8G4828,D\data.ms 

| 4.$25 

J \ 

lOOOOOOj 


500000] 



T|me-> 2.00 3.00 4.00.5,00_6,00.7.00 8,00 0.00 10,00 __ 1_1,00 ___12,00 


Ret. Time 

Area 

Area % 

Ratio % 

4.825 

1187993 

100.00 

100.00 


,| 

! 


804828.D Wed Nov 02 08:40:09 2011 Page 1 


Folk OIG PRR 092139 







Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\SYSTEM6\10 20 ll\804828.D 


Operator 

LAG 


Date Acquired 

20 Oct 2011 20:46 


Sample Name 
Submitted by 

COCAINE STD 


Vial Number 

6 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTS 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


4.83 C:\Database\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 

i 

1 

80 

60 

40 

20 

0 j 


8f2 


Average of 4.790 to 4,914 min,; 804828.D\data.ms (-) 


182 


30 


42 


56 


67 




m/z--> 

Abundance 

80 

60 

40 

20 


94 105 


u 


122 


135 166 


198 


303 


272 


214 244 259 ! 288 j, 

r n “\ ' I t < i ) i i i i f » i— t —i ; i i t 1- 


40..60 80 100_120_140 160 180 200 220 240 260 280 300 

#29: COCAINE 

$ 

182 
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\.Li 
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198 
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272 | 
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ry r . r - 1 _ ir ^,™ T . ,—r-j—j—i—}—j—j- 

40 60 80 100 120 140 160 180 2C0 220 240 260 280 300 


122 
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214 


804828.D 


Wed Nov 02 08:40:09 2011 


Page 2 


Folk OIG PRR 092140 















